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SPECIAL ORDINANCE NO. S - 0-~7 d 

AN ORDINANCE approving Sewer Agreement with 
NIEMEYER CORP . for construction of a Sanitary 
Sewer in Trier Ridge Park, Sections II and III. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA : 

SECTION 1. The Sewer Agreement, approved September 22, 
1970, between NIEMEYER CORP., as Developer, and the CITY OF FORT 
WAYNE, INDIANA, by and through its Mayor and Board of Public 
Works, as City, for the construction of a Sanitary Sewer in Trier 
Ridge Park, Sections II and III, as follows s 

SANITARY SEWER LATERAL NO. 4 ; An 8 -inch sanitary 
sewer commencing on the east side of Debeney Drive 
across said Debeney Drive from the southern most 
corner of Lot No. 66 in Section II of Trier Ridge 
Park, and running in a westerly direction approxi- 
mately 225 feet to a point on the south side of 
Ensign Court, approximately in the front and center 
of Lot No. 69 in Section II of Trier Ridge Park, 
thence running west approximately 225 feet to a 
point at the end of the southern portion of the cul- 
de-sac of Ensign Court, approximately in the center 
and front of Lot No. 122 in Section III of Trier 
Ridge Park, servicing Lot Nos. 64, 65, and 69 of 
Trier Ridge Park, Section II, of Fort Wayne, Allen 
County, Indiana, and further servicing Lot Nos. 117, 

118, 119, 120, 121, 122, 123, 124, and 125 of Trier 
Ridge Park, Section III, of Fort Wayne, Allen County, 
Indiana, 

the total cost of said sewer to be borne by Developer, all as 
more particularly set forth in said Agreement, which is on file 
in the office of the Board of Public Works, and is by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 
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SECTION 2. That the Developer, and any owner 
of land, their successors in -tp-t-le and assigns, which 
may hereafter be located outside the corporate limits 
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Bill No. S-70-10-07 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We 3 your Committee on Public Works to whom was referred an Ordinance 

approving Sewer Agreement with NIEMEYER CORP. for construction of a Sanitary 

Sewer in Trier Ridge Park. Sections II and III ? 
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have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance xjLji. PASS. 

JOHN NUCKOLS. Chairman 

CELIA ANN FAY. Vice-Chairman 
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